Trinidad & Tobago 


-Od.w.t. 
Autumn 1983 
(21/10/1983) 


Chief Eng Officer MacDonald D.J 


Spring 1984 


(13/04/1984) 


Captain Marsh D.G 
Chief Eng Officer Hutton R.A 


Chief Officer Browne D.G 2nd Eng Officer Turbitt D 
2nd Officer Harvey S 3rd Eng Officer Spivey S.J 

Ext 2nd Officer Mortensen A.R 4th Eng Officer Morris T 
3rd Officer Malpass A.J Electrical Officer Mitchell S 


Radio Officer Waddicor C.A 
C.P.0 Rousseau P 
Pumpman Jarvis E 
Cook Lewis E 





